vi                                   PREFACE
that problems of a more general character are desirable. But
it is believed that it is better for the instructor to prepare these
to suit his individual course, and to vary them from year to
year, rather than to incorporate such in the book.
The notation has been changed slightly in the present edition
in order to conform more closely to the standard notation
recommended by the Society for the Promotion of Engineering
Education.
The author is indebted to many teachers and students, who
have used the former editions, and also to engineers with whom
he has discussed these matters for numerous suggestions which
have been helpful to him in the preparation of the present volume.
R. L. D.
PASADENA, CALIF.,
February, 1920.